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NARA RG104, Entry 1, Box 136 


November 30, 1885 


Hon. Daniel M. Fox 
Supt. U.S. Mint Philada. 


Sir 
I hereby tender my Resignation as Plumber & Electrician of the U.S. Mint feeling at my 
presence here is not desirable by the man who I am compelled to acknowledge as foreman I can 


not or I will not stand his Insults any longer this take effect to day. 


Yours Truly, 
Saml. A. Heins 


P.S. Please give me an order to remove my tools. 


